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DEFOGGERS 


HOT IN RUN 
L FUSE 

C 56 

f 5A 


HOT AT ALL TIMES 


I/P FUSE 
PANEL 
(LEFT SIDE 
OF I/P) 




REAR VINDOV 

DEFROST 

FUSET 

20A 


ENGINE 

COMPARTMENT 

FUSE/RELAY 

BOX 

(BEHIND 

RADIATOR) 


i 




REAR 

VINDOV 

DEFROST 

RELAY 


FUSE 

45 

5A 


£201 


GENERIC 

ELECTRONIC 

MODULE 

(ATTACHED 

FUSE 

PANEL) 


DEFROST 

RELAY 

CONTROL 

SOLID 

STATE 


DEFROST 

svrrcH 

INPUT 


DK BLU/ 
ORG 


C236 


DK GRN/ 
PPL 


7 


>T 


DK GRN/ 
PPL 


C£35 


BRN/ 
LT BLU 


DK GRN/ 
PPL 

6 ' 
NCA 


LEFT 


DK GRN/ 


PPL 


6 ; 


NCA 


/ 

n 


1^1 


BRN/ 
LT BLU 


C£47 


C237 


REAR VINDOV 
DEFROST 
svrrcH 


BLK/LT GRN 


BLK/LT GRN ' 


T 


"j INTEGRATED 
' CONTROL 
I PANEL 

I 


7' 

BLK 


ON 

INDICATOR 

r 

C238 


. G400 

(UPPER MIDDLE 
SECTION OF LEFT REAR 
QUARTER PANEL) 


HEATED 

MIRROR 


l£i 


\I/ 
7^ 


RIGHT 

POVER/ 

HEATED 

MIRROR 


REAR 

VINDOV 

DEFROST 

GRID 


_G200 
(ON LEFT 
KICK PANEL) 


.G203 
(ON RIGHT 
KICK PANEL) 


. VAGON 
ONLY 


. G401 

(LOVER MIDDLE 
SECTION OF 
RIGHT REAR 
QUARTER 
PANEL) 


Defogger Circuit 
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ELECTRONIC POWER STEERING 



GENERIC ELECTRONIC 
MODULE (GEM) 

(ATTACHED TO THE UNDERSIDE 
OF I/P FUSE PANEL) 


S142 • : 

(ENGINE 
HARN, NEAR 
BREAKOUT 
TO SPEED 
CONTROL 
MODULE) 


S104 
(ENGINE 
HARM, 
NEAR 
BREAK¬ 
OUT TO 
CRNKSHFT 
POSITION 
SENSOR) 


VARIABLE ASSIST 
POWER STEERING 
(VAPS) ACTUATOR 
(LEFT REAR OF 
ENGINE CQMPT) 


VEHICLE 
SPEED SENSOR 
(REAR CENTER OF 
ENGINE CO MPT, 
ONTRANSAXLE) 


^ PNK/ORG ^S120 _ 
| S105 


G100 
(LEFT FRONT 
FENDER) 


G200 
(ON LEFT 
KICK 
PANEL) 


SPEED [" 
CONTROL . 
MODULE I 
(LEFT OF | 
MASTER | 
CYLINDER) L 


| POWERTRAIN 
. CONTROL 
' MODULE 
| (RIGHT REAR OF 
I ENGCOMFT, 

' IN COWL) 


Electronic Power Steering Circuit 
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ELECTRONIC SUSPENSION 


PVR (BAT] 




IF HEIGHT SENSOR 
RF HEIGHT SENSOR 


PVR (BAT) 


RR SHOCK ACTUATOR 
LF SHOCK ACTUATOR 

RF SHOCK ACTUATOR 



SEMI-ACTIVE RIDE CONTROL 
(SARC) MODULE 
(BEHIND RIGHT REAR SEAT) 


HOT AT ALLTMES 



G401 LEFT FRONT 

(LOVER MIDDLE HEIGHT SENSOR 

SECTION OF RIGHT (FRONT OF LEFT 

REAR QUARTER FRONT WHEEL) 

PANEL) 


RIGHT FRONT 
HEIGHT SENSOR 
(FRONT OF RIGHT 
FRONT WHEEL) 


Electronic Suspension Circuit 














